; Approved, Rey.Release 2000/08/40 o@bAdRDR9S:90787R000100250004-2 


Dr. Harry L. Snyder, a Corporate Scientist of Systemetrics, Inc. will serve 
as Principal Investigator for this contract. He will be assisted by Drs. Walter 
W. Wierwille and Robert C. Williges. Minor support will be provided by a 
research associate and secretary for literature screening and report preparation, 
suas ceiyety: Only Drs. Snyder, Wierwille, and Williges will have access to 
classified information and require agency clearances. 


Resumes of Drs. Snyder, Wierwille, and Williges are attached. 
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